Native Bee Nesting Block 


5/16” diameter 
3/8” diameter 






approx. 12” 


Depth of holes: Approximately 5” 
Material: Cedar or Redwood 


Mounting: Near flowers or garden area 
Sunny location 
Eye-level or above 


